





\ 


RP553 

PENN CENTRAL 1707 
Model F7 recently repainted in the Penn Central 
scheme sports the experimental ‘'red P"’ herald at 
Toledo, Ohio in May, 1968. STAMP 


Photo by Bob Yanosey 


POST CARD 


Published by -alucho- Visual Designs, P.O. Box 24, Earlton, N.Y. 12058 





PENN CENTRAL 142629 


